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Wywcote,  Pennsylvania 


AUTUMN  1932 


KENTIA  BELMOREANA 

Made  up,  4  plants  in  pot 

5- in.  pot  20-22  in.  high  .  .  .1.50 

6- in.  pot  28-32  in.  high  .  .  .2.50 

CIBOTIUM  SCHIEDEI  * 
9-in.  tub  4 V2  ft.  spread  .  .  .6.00 

Packing  charge  of  5°!o  on  all  Cibotiums 


KENTIA  FORSTERIAN  A 

Made  up,  4  plants  in  tub 
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Measurements  from  top  oj  pot  or  tub  to  top  of  palm  in  the  natural  position 

Wyncote  is  at  Jenkintown  Station,  on  N.Y.  branch  Terms:  2%  10  days,  cash  60  days  where  credit  is 
of  Reading  Ry.,  10  miles  north  of  Philadelphia.  established.  Otherwise  Cash  with  order  less  2%. 

Bell  Telephone — Ogontz  203 
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